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Abstract: Synchronous fluorescence spectra (SFS) and the first derivative spectra of the 
influent versus the effluent wastewater samples were compared and the use of fluorescence 
indices is suggested as a means to estimate the biodegradability of the effluent wastewater. 
Three distinct peaks were identifled from the SFS of the effluent wastewater samples. 
Protein-like fluorescence (PLF) was reduced, whereas fiilvic and/or humic-like fluorescence 
(HLF) were enhanced, suggesting that the two fluorescence characteristics may represent 
biodegradable and refractory components, respectively. Five fluorescence indices were 
selected for the biodegradability estimation based on the spectral features changing from 
the influent to the effluent. Among the selected indices, the relative distribution of PLF to 
the total fluorescence area of SFS (Index II) exhibited the highest correlation coefficient 
with total organic carbon (TOC)-based biodegradability, which was even higher than 
those obtained with the traditional oxygen demand-based parameters. A multiple 
regression analysis using Index II and the area ratio of PLF to HLF (Index III) 
demonstrated the enhancement of the correlations from 0.558 to 0.711 for TOC-based 
biodegradability. The multiple regression equation finally obtained was 0.148 x Index II 
- 4.964 X Index III - 0.001 and 0.046 x Index II - 1.128 x Index III + 0.026. The 
fluorescence indices proposed here are expected to be utilized for successful 
development of real-time monitoring using a simple fluorescence sensing device for the 
biodegradability of treated sewage. 
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1. Introduction 

The rapid and continuous monitoring of environmental samples is important for understanding their 
fate and the detrimental effects when they are exposed to different environments [1-3] 
Biodegradability of wastewater is a portion of the organic matter in the sample that can be easily 
removed by microorganisms [4]. Monitoring the biodegradability of effluent wastewater may provide a 
key element for pre-evaluation of the efficacy of further treatment processes as well as for assessing 
the degree of the potential pollution when the effluent is released to nearby watersheds. Biodegradable 
portion in wastewater is responsible for fast bacterial growth, which may lead to the deterioration of 
water quality in natural waters [5,6]. 

A number of available methods have been established for estimating biodegradability of wastewater 
samples. Among those, a ratio of biochemical oxygen demand (BOD) to chemical oxygen demand 
(COD) is one of the well-adopted surrogates for estimating the biodegradability [7]. However, the 
BOD test requires flve days of incubation to obtain the results and it is often inaccurate at low 
concentrations [8]. Another problem may arise from the potential presence of heavy metals and toxic 
substances in wastewater because they may inhibit the biological oxidation of organic constitutes by 
bacteria, resulting in significant errors in the BOD measurements [9,10]. Meanwhile, the procedure of 
COD test is followed by the production of undesirable chemical wastes [11]. In this regard, the 
BOD/COD ratio is not appropriate for in situ monitoring of numerous samples, where detecting a 
quick response to the changes of the values and cost saving manner are essential [12,13]. 

In comparison, measuring dissolved organic carbon (DOC) concentrations after microbial 
degradation of soluble wastewater in batch culture or bioreactors has been considered as more precise 
method for determining the biodegradability. Biodegradable DOC (BDOC) value is typically 
determined by a difference between the initial and the final DOC concentrations after a certain period 
of incubation time. For example, Servais et al. [14] proposed a simple procedure to estimate BDOC 
and biodegradable particulate organic carbon in raw and treated wastewater based on 45 -day batch 
incubation. More recently. Khan et al. [15] proposed an innovative procedure to reduce the 
colonization time for BDOC determination using a bioreactor consisting of two stages of immobilized 
microbial cells. However, the long time required for the determination and/or for colonization to 
stabilize, which can range from days to weeks still remains a drawback for application of those 
techniques as monitoring tools [16,17]. 

To overcome these disadvantages, alternative techniques based on optical sensors such as UV 
absorbance and fluorescence spectroscopy have emerged for rapid monitoring of wastewater BDOC [8]. 
For example, UV absorbance at a single wavelength between 254 nm and 280 nm has shown a strong 
linear correlation with DOC concentrations in water [13,18]. In wastewater, however, some parameters 
such as turbidity, iron and nitrate may absorb the light and thus they might interfere the determination 
of biodegradability [19,20]. In this sense, fluorescence spectroscopy may be superior to UV 
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absorbance for monitoring wastewater organic matter due to its higher sensitivity, selectivity, and the 
precision. Recently, this technique has been used as an in situ monitoring tool for water and 
wastewater quality [21,22]. 

In relation to biodegradability of wastewater, a notable advantage of fluorescence spectroscopy is 
its ability to identify different organic matter components in wastewater samples. For example, Ahmad 
and Reynolds [23] applied sjaichronous fluorescence spectra (SFS) to sewage samples collected from 
three different freatment plants, and they demonsfrated that the main peak around at 280 nm 
and 380 nm corresponded to biodegradable aromatic hydrocarbons and the non-biodegradable fraction, 
respectively. Fluorescence excitation-emission mafrix (EEM) is also capable of characterizing the 
specific fluorescent fractions in organic compounds in wastewater [24]. However, EEM requires a 
number of sequential fluorescence emission scans at consecutively increasing excitation wavelengths, 
which may hamper development of a rapid sensing technique and derivation of the spectral data. 

Derivative spectroscopy is known as a usefiil analytical technique for extracting qualitative and 
quantitative information from spectra consisting of unresolved and/or overlapping bands, which can 
be achieved by using the first or higher derivatives of the normal spectrum with respect to 
wavelengths [25,26]. Although using derivative spectroscopy may result in the decrease of 
signal-to-noise-ratios, it enables one to better detect a sharp band in a broad background, or a narrow 
shoulder on a broad main band [27]. In this study, SFS of wastewater from six different wastewater 
treatment plants (WWTPs) were analyzed to suggest the prediction indices for the biodegradability of 
treated sewage. The objectives of this study were: (1) to examine the characteristics of the SFS and the 
derivative specfra for a number of the wastewater samples; and (2) to suggest the optimum 
fluorescence indices for the prediction of biodegradability of freated sewage samples. 

2. Experimental Section 

2.1. Sample Collection and Preservation 

Wastewater samples were collected in 2 L sterile polyethylene bottles, which were pre-cleaned in 
distilled water, from six different wastewater freatment plants that discharge into the Han River 
(Korea). The influent and the effluent sewages were sampled in April, July, and October, 2009 before 
the grit chamber and after the biological freatment processes, respectively. The facilities investigated 
have a wide range of the freatment capacities from 100 to 150,000 m day (Table 1). Samples were 
refrigerated immediately upon return from the field and analyzed in a laboratory within 24 h for their 
fluorescence measurements. 



Table 1. Summary of wastewater freatment plants. 



WWTP 
name 


Type of wastewater 


Treatment capacity 
(m' day 


Treatment processes 


JC 


Domestic sewage 


70,000 


Activated sludge process 


WJ 


Domestic sewage 


13,000 


Activated sludge with extended 








aeration process 


CC 


Domestic sewage 


150,000 


Activated sludge 4 stage BNR 








(Biological Nutrient Removal) 
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Table 1. Cont. 



CJ 



Domestic sewage with 
some landfill leachate 



75,000 



B3 process ^ 



YI 



Domestic sewage with 
some livestock waste 
Livestock waste 



48,000 



B3 process 



a 



HS 



100 



Activated sludge with extended 
aeration process 



a 



The details of the process are described in Kim et al. [28]. 



2.2. Analytical Methods 

The collected samples were first filtered through a 0.1 mm mesh sieve to remove large sized 
suspended solids. The concentrations of BOD, carbonaceous BOD (CBOD), and COD were 
determined using a standard method [29]. The samples were then filtered using a pre-ashed Whatman 
GF/F filter (efi'ective pore size -0.7 |j,m) to separate them into the dissolved and the particulate phases. 
Concentrations of DOC were determined directly on acidified, air-sparged samples using a Shimadzu 
V-CPH analyzer. Particulate organic carbon (POC) concentrations were determined with a CHN 
element analyzer (Flash EA1112). BDOC and biodegradable POC (BPOC) were measured according 
to the method suggested by Servais et al. [14]. Briefly, water samples were incubated in each 
incubation fiask at 20 °C in aerobic condition and subsamples for DOC and POC measurements were 
collected after incubation of 28 days. 

The relative precision of the DOC and POC analyses were <3% and <2%, respectively, based on 
repeated measurements. Total organic carbon (TOC) and biodegradable TOC (BTOC) concentrations 
of the samples were calculated by the summation of the DOC and the POC concentrations, and the 
summation of BDOC and BPOC concentrations, respectively. 

Fluorescence measurements were conducted using a luminescence spectrometer (LS-50B, 
Perkin-Elmer) equipped with a 20 kW xenon arc lamp. Slit bandwidths were adjusted to 10 nm for both 
excitation and emission. In this study, SFS for excitation wavelengths ranging fi-om 250 to 600 nm 
at 0.5-nm steps were used with a constant offset (A>, = 30 nm). The scanning speed was 250 nm/min. 
Previous studies demonstrated that SFS with the selected offset successfully captured various 
fluorescence components of wastewater DOM [30-32]. To limit second-order Raleigh scattering, 
a 290-nm cutoff fllter was used for all samples. The fluorescence response to a blank solution (Milli-Q 
water) was subtracted from the spectra of each sample to correct for Raman spectral overlap. Finally, 
fluorescence intensities of the samples were normalized to units of quinine sulfate equivalents (QSE) 
using the fluorescence of a diluted series of quinine sulfate dehydrate in 0.05 M sulfuric acid at an 
excitation/emission of 350/450 nm [33]. Quinine sulfate standardization was conducted for each set of 
samples to account for variations in the fluorescence signal caused by instrument drift. They were also 
acidified to pH 3.0 to avoid the potential interference of metals [24]. Relative precisions of <2% were 
routinely obtained by repeating the absorption and fiuorescence measurements. 

To obtain additional information from the spectroscopy, first derivative fluorescence spectra {i.e., 
dA(?L)/dX) were calculated based on the method of Hur et al. [27] using OriginPro7.5 (Origin Lab 
Corporation). Briefly, the process involved a stepwise interval smoothing of the original zero-order 
spectra using a selected order poljoiomial function followed by differentiation of that fimction to 
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obtain the derivative spectra. For the present study, we selected a constrained second-order polynomial 
function for data smoothing using a 25-data point interval to obtain the first derivative [27]. 

3. Results and Discussion 

3.1. Synchronous Fluorescence Spectra Characteristics 

SFS of the influent and the effluent samples are shown in Figure 1. Three distinct fluorescence 
peaks were identified from the two types of the samples. The first peak, at the wavelengths 
between 250 nm and 300 nm, centered at -280 nm, was only observed for the infiuent samples. This 
peak, typically called protein-like fluorescence (PLF) peak, is related to the presence of aromatic 
amino acids and proteins such as tryptophan and tyrosine, and it is known to be associated with 
bacterial activity [31,34]. The second peak was detected at the wavelengths between 300 nm 
and 365 nm with the peak shifted toward a longer wavelength for the effluent versus the infiuent. This 
peak, denoted as fulvic-like fluorescence (FLF) peak, typically represents the characteristic flilvic 
acids [10,31,32] because it is commonly observed for surface water enriched with aquatic fiilvic acids. 
The characteristics of the red-shifted FLF peak at the effluent has been utilized for tracking the source 
of effiuent organic matter in the watersheds downstream of WWTP [35]. The last peaks are located at 
the wavelengths longer than 365 nm and those of the effluent were red-shifted. The presence of the peak 
may be attributed to more condensed humic-like fluorophores (HLF) contained in the samples [32,36]. 
The observation of the red-shifted peaks for the effluent suggests that structural changes in sewage 
may occur during the biological processes of the WWTP. 

Figure 1. Synchronous fluorescence spectra of the influent (a) and the effluent (b) from WWTPs. 




250 300 350 400 450 500 550 600 
Wavelength (nm) 




250 300 350 400 450 500 550 600 
Wavelength (nm) 



For the present study, the wavelength-dependent SFS was divided it into three main fluorescence 
regions including PLF, FLF, and HLF regions, each of which corresponds to the integrated areas of the 
fluorescence intensities at the wavelengths of 250-300 nm, 300-365 nm, and 365-600 nm, respectively. 

Comparison of the SFS for the influent versus the effluent revealed substantial reduction of PLF 
region, enhancement of FLF region, and relatively small changes in HLF region after the wastewater 
treatment processes. These results are consistent with other previous reports on sewage DOM 
fluorescence [37-39]. For example, Janhom et al. [37] demonstrated that PLF characteristics of 
brewery wastewaters were preferentially removed by a biological treatment process consisting of 
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upflow anaerobic sludge blanket and activated sludge. The enhancement of FLF was attributed therein 
to microbial production of fulvic-like components during the biological processes. Park et al. [38] 
confirmed using size exclusion chromatography that the enlargement of the FLF characteristics in 
sewage after a biological treatment process arise fi-om the enrichment of more aromatic moieties. 
Recently, Guo et al. [39] have applied fluorescence EEM and parallel factor analysis for characterizing 
urban wastewater treated by the second aeration process, and they demonstrated a slight decrease in 
the PLF and the short wavelength-excited humic-like components (i.e., red-shifted). 

3.2. First Derivative Synchronous Fluorescence Spectra 

Derivative spectroscopy techniques have been used to provide useful information on the changes in 
the structures and the composition of biological samples [40]. In this study, the first derivative 
synchronous fluorescence spectra of the influent and the effluent samples were obtained from the 
zero-order spectra following an established method by Hur et al. [27] (Figure 2). For the influent 
samples, one concave up and one concave down peak appeared consistently at the wavelengths 
of 270 nm and 290 nm, respectively. The relative differences between the two peak intensities are 
related to the sharpness of the PLF peak of the zero-order spectra with the higher values corresponding 
to the sharper PLF peaks. At the wavelengths longer than 300 nm, several small concave up and down 
peaks were found. Again, the relative differences between the maximum and the minimum values of 
the peaks in the wavelength range may represent the shape patterns of the FLF and the HLF peaks in 
the original spectra. 

Figure 2, First derivative synchronous fluorescence spectra of the influent (a) and the 
effluent (b) fi-om WWTPs. 




1 250 300 350 400 450 500 55C .1 250 300 350 400 450 500 550 
Wavelength (nm) Wavelength (nm) 



In contrast to the influent, for the effluent no obvious peaks were exhibited within the PLF region. 
One concave up and two concave down peaks were observed at the wavelengths between 300 nm 
and 350 nm, between 350 nm and 380 nm, and at around 400 nm, respectively. The first two peaks are 
associated with the enhanced FLF peak for the original spectra of the effluent samples. The last peak 
may be related to the presence of the shoulder at the wavelength of -400 nm for the original spectra, 
which was observed exclusively for the effluent samples. 
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Similar to the original spectra, comparison of the first derivative spectra for the influent versus the 
effluent revealed the spectral changes in the sewage organic matter by biological treatment processes. 
The spectral features in the PLF region became highly weakened whereas those of the FLF and HLF 
regions were relatively enhanced after biological treatment processes. 

3.3. Selection of Spectral Features for the Prediction of Biodegradability in Sewage 

Because the wastewater treatment plants investigated here are all based on biological treatment 
processes, the decreased and the enhanced spectral features from the influent to the effluent samples 
are possibly associated with biodegradable and refractory organic components of the treated sewage 
samples, respectively. In this context, PLF and HLF regions from the original SFS and the first 
derivative spectra may correspond to the biodegradable and the refractory types of the changed 
features, respectively. Therefore, the integrated area of the PLF region and its relative disfribution to 
the total fluorescence area {i.e., %PLF) were first selected from the original spectra as Index I and 
Index II, respectively, for estimating biodegradability of sewage samples. In addition, an integrated 
area ratio of the PLF and the HLF regions for the original specfra was chosen for Index III. From the 
first derivative spectra, the integrated area of the PLF region (Index IV) and an integrated area ratio of 
the PLF and the HLF regions (Index V) were assigned to the prediction indices. 

3.4. Comparison for the Prediction Capabilities of the Selected Estimation Indices 

Biodegradability based on TOC measurements ranged from 0.06 to 0.44 with an averaged value 
of 0.24 (Table 2). The range falls within that of the traditional BOD/COD parameter, which 
corresponds to the values between 0.03 and 0.54. The ratios of CBOD to COD exhibited a shorter 
range from 0.03 to 0.27 compared to the BOD/COD ratios although the two parameters are 
significantly correlated each other (r = 0.791, p < 0.001). The different ranges for the two parameters 
{i.e., BOD/COD and CBOD/COD) suggest that a significant amount of nitrogenous oxygen demand 
(NOD) may be involved in the BOD results of the treated sewage, leading to the overestimation of the 
biodegradability. 

The ratios of CBOD/COD, despite the general consensus that CBOD can more accurately describe 
biodegradable organic matters, did not show a better correlation with the TOC-based biodegradability 
compared to the BOD/COD ratios (Figure 3). This result indicates that both oxygen demand-based 
measurements for biodegradability still have limitations for accurately describing the biodegradable 
portion of the total organic matter in the treated sewage. The incubation time of five days appears to be 
insufficient for the complete biodegradation and the degradation rates may be affected by the 
composition of the treated sewage. For example, Gourlay et al. [41] demonstrated that aromatic carbon 
content of artificial wastewater DOM was associated with a lower degree of the biodegradability. In 
addition, chemical oxidation efficiency of COD test may be affected by the structural properties of 
organic matter samples and other environmental factors. Kylefors et al. [42] have shown that the 
interaction of other inorganic and organic substances with leachate DOM may result in an increase of 
the COD value. 
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Table 2, Statistical summary for the biodegradability and the selected fluorescence indices 
for the effluent samples in this study {n = 18). 

Mean SD Range 



Ratio of biodegradability 



BOD/COD 


0.21 


(U.14) ^ 


0.03-0.54 


CBOD/COD 


0.12 


(0.06) 


0.03-0.27 


BTOC/TOC 


0.24 


(0.12) 


0.06-0.44 


BDOC/DOC 


0.18 


(0.06) 


0.09-0.33 


Fluorescence indices 








Index I 


344.51 


(90.62) 


225.89-520.11 


Index II 


8.42 


(2.32) 


5.01-12.91 


Index III 


0.20 


(0.06) 


0.13-0.31 


Index IV 


16.87 


(4.41) 


9.67-30.41 


Index V 


0.48 


(0.11) 


0.30-0.64 



The numbers in the parentheses represent standard deviation. 



Figure 3. Correlations between TOC-based biodegradability and BOD/COD ratios (a) and 
between TOC-based biodegradability and CBOD/COD ratios (b). 




BOD/COD ratios CBOD/COD ratios 

Correlation coefficients between the selected fiuorescence indices and BTOC/TOC or BDOC/DOC 
ratios are listed in Table 3. The highest correlations for the biodegradability among the selected indices 
were obtained for Index II. The relative distributions of the PLF region for most samples appear to 
consistently decrease after biodegradation, probably due to the decrease of the PLF region and/or the 
enhancement of the FLF and the HLF regions. The correlation coefficients were 0.558 and 0.720 for 
TOC- and DOC-based biodegradability, respectively, which were even higher than those obtained with 
the BOD/COD ratios (Figure 4). It is notable that a significant regression equation was obtained 
despite the relatively short range of the DOC-based biodegradability. Our results revealed that the 
selected fiuorescence feature could be successflilly utilized as an estimation index for biodegradability 
of treated sewage, particularly for the dissolved phase. The higher estimation capability for the 
DOC-based biodegradability may be attributed to the measurement of the filtered samples for the 
fiuorescence indices. 
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Table 3, The correlation coefficients between the selected fluorescence indices and various 
types of biodegradability parameters for the effluent. 





Index I 


Index II 


Index III 


Index IV 


Index V 


BOD/COD 


0.297 


0.537 


0.515 


0.027 


0.507 




(0.231)* 


(0.021) 


(0.029) 


(0.915) 


(0.031) 


CBOD/COD 


0.299 


0.643 


0.657 


0.032 


0.636 




(0.227) 


(0.004) 


(0.003) 


(0.898) 


(0.005) 


BDOC/DOC 


0.442 


0.720 


0.674 


0.146 


0.648 




(0.066) 


(<0.001) 


(0.002) 


(0.564) 


(0.004) 


BTOC/TOC 


0.364 


0.558 


0.470 


-0.002 


0.347 




(0.137) 


(0.016) 


(0.048) 


(0.994) 


(0.158) 



* The numbers in the parentheses are p-values. 

Figure 4. Correlation between Index II and TOC-based biodegradability (a) and between 
Index II and DOC-based biodegradability (b). 
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3.5. Improvement of the Biodegradability Estimation Using Multi-Regression Analysis 

In order to improve the estimation capability of the fluorescence indices, multiple regression 
analyses were employed using the two fluorescence indices that exhibited the most significant 
correlations with the biodegradability among the tested indices {i.e.. Index II and Index III). As a 
result, a clear enhancement in the correlations was observed compared to those obtained using a single 
index. The correlation coefficients increased from 0.558 to 0.711 and from 0.720 to 0.746 for 
TOC- and DOC-based biodegradability, respectively (Figure 5). These results revealed that the 
multiple regression method might be more advantageous for estimation of biodegradability in the 
effluents. The improvement was more pronounced for TOC-based biodegradability, indicating that the 
fluorescence feature associated with Index III {i.e., HLF) may partially account for the presence of 
particulate organic matter in the treated sewage despite the reflection of the dissolved phase. In related 
studies, Lee and Ahn [11] have demonstrated that fluorescence intensities at long wavelength may be 
associated with the concentrations of suspended solids in sewage. Wang and Zhang [43] implied in a 
study of fluorescence characterization of soluble microbial products that the PLF and HLF 
characteristics of effluent DOM might be enhanced due to high presence of suspended sludge. 
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Figure 5, Correlation between measured TOC-based biodegradability (a) and DOC-based 
biodegradability (b) and the predicted values by using a multiple regression method based 
on Index II and Index III. 
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A multiple regression based on Index II and Index III was established to improve the 
biodegradability estimation capability. The final multiple regression equations were 0.148 x Index II 
- 4.964 X Index III - 0.001 and 0.046 x Index II - 1.128 x Index III + 0.026 for TOC- and DOC-based 
biodegradability of treated sewage samples, respectively. It is notable that the estimation capability 
only based on fluorescence features was much higher than those with the traditional parameters, the 
BOD/COD or the CBOD/COD ratios. Although the fluorescence data obtained here are based on a 
standard laboratory instrument, it is expected that our proposed procedure here will be applied for 
developing in situ real-time monitoring of wastewater biodegradability. It is known that fluorescence 
sensing devices are easy to make in different sizes for flow injection systems. For successful 
development of fluorescence sensing device for biodegradability, fluorescence signals accounting for 
the presence of particulate matters in treated sewage need to be explored in the future work. 

4, Conclusions 

Three distinct peaks were identifled from the SFS of wastewater samples for the influent and the 
effluent. PLF was consistently reduced whereas both FLF and HLF were enhanced during the 
biological treatment processes employed in the studied WWTPs. From the spectral changes from the 
influent and the effluent, PLF-related and FLF-or HLF-associated features were incorporated into the 
estimation indices for the biodegradability of the treated sewage samples. Among the selected indices. 
Index II exhibited the highest correlation coefficient with TOC-based biodegradability, which was 
even higher than those obtained with the BOD/COD or CBOD/COD ratios. A multiple regression 
analysis using Index II and Index III demonstrated the enhancement of the correlations from 0.558 
to 0.711 and from 0.720 to 0.746 for TOC- and DOC-based biodegradability, respectively. The 
multiple regression equations finally suggested were 0.148 x Index II - 4.964 x Index III - 0.001 
and 0.046 x Index II - 1.128 x Index III + 0.026 for TOC- and DOC-based biodegradability of treated 
sewage samples, respectively. The fiuorescence indices and the associated procedures proposed here 
are expected to be utilized for the successflil development of real-time monitoring using simple 
fiuorescence sensing devices. 
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